246   APPLIANCES  OF  CHEMICAL  AND   METALLURGICAL   INDUSTRIES.

other size kettles are fitted with legs as shown in the case of the
high-jacketed kettle, which is described below. This firm also has
a great many different size leg patterns, to give customers various

FIG. 246.   RECTANGULAR KETTLE.

height from floor to outlet or rim of kettle. Kettles up to and
including 175-gallon capacity are carried in stock, while the larger
sizes are furnished on order, as they invariably have some special

FIG. 247.    HIGH JACKETED KETTLE.
features, which can be better embodied in making original castings.
Steam connections, both inlets and drips, are as follows on these